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RUEiiL  ADaUNlSTMION 


PROGRESS  BULLETIN 
GENERAL  NO.  - 62 


FOR  RELSiLSE  NOT  SOOl^ER 
than  ll  EASTERN  TIME 

tuesdai,  ^spraMBSE  13.  1938 


The  Rural  Electrification  Administration  today 
announced  34  allotments  totaling  $5,440,680  for  line  con- 
struction, generating  plants,  and  wiring  and  plumbing 
loans  in  21  States.  This  makes  more  than  i}>40, COO, 000 
which  has  been  allotted  for  rural  electrification  during 
the  current  fiscal  year. 

Details  of  tne  allotments  are  attached. 
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21  .CHj;R0iU3 

Cherokee  County  Membership 

Corp, 

Center,  Ala. 

(Loy  J,  Davist  Supt.) 


$76,000  to  bmld  about  7C  miles  to  serve 
some  340  exist omers  in  ^^erokee,  Btowah, 
Cdlhoun,  DaKalb  and  Talladega  counties. 
This  project  pravicr.ualy  has  been  allotted 
$423,000  to  build  about  396  miles  to  serve 
some  1,720  customers,  and  $15,000,  for 
house  wiring  and  plumbing' installations. 


GSOHGIA  22  COLQUITT  ' 
Colquitt  County  H,  S,  Co, 
Moultrie,  Ga. 

(Oscar  0,  Owens,  Supt,) 


$126,000  to  build  about  107  miles  to  serve 
some  506  customers  in  Brooks  County, 

This  project  previously  has  been  allotted 
$350,000  to  build  about  351  miles  of  line 
to  serve  some  1,071  customers  in  Colquitt, 
Cook,  Berrien,  Tift  and  Worth  counties, 
and  i^l0,000  to  finance  wiring  and  plumbing 
installations. 


GJSQEGIA  37  BOUGLaS 
Douglas  County  Electric  Membership 
Corp, 

Do-uglasville,  Ga, 

(j.  H,  Abercrombie,  Supt.) 


4>176,000  to  build  about  173  miles  to  serve 
some  869  customers  in  Fulton,  Coweta, 
Paxilding,  Douglas  and  Cobb  counties. 

This  project  previously  has  been  allotted 
4>118,000  to  build  about  118  miles  to  serve 
some  440  customers  in  Carroll  and  the  above 
mentioned  counties,  and  $5,000  to  finance 
wiring  and  plumbing  installations. 


GEOEGlA  42  TOOMBS 
Altamaha  E,  M,  Corp, 
Lyons,  Ga* 

(George  Schrader,  Supt,) 


ii)177,000  to  build  about  178  miles  to  serve 
some  776  customers  in  Toombs,  Montgomery, 
Tattnall,  Laurens,  Emanuel  and  Treutlen 
counties, 

"^hia  project  previously  has  been  allotted 
!p206,000  to  build  about  230  miles  to  serve 
soma  750  customers. 


GEQEGIji  56 

Central  Georgia  E,  nd,  Corp, 
Jackson,  Ga. 

(M,  C.  McCord,  Supt.) 


$303,000  to  build  about  333  miles  to  serve 
some  1,186  customers  in  Fayette,  Monroe, 
Jasper,  Spaulding,  Butts,  Henry,  Morgan, 
Fulton,  Lamar,  Putnam,  Jones  and  Pike 
counties, 

I'bis  project  previously  has  been  allotted 
$202,000  to  build  202  miles  to  serve  some 
852  customers,  and  >5,000  to  finance  house 
wiring  and  plumbing  installations. 


GEOEGIa  66  GEmJY 

Grady  County  Electrical  Assn, 

Cairo,  Ga, 

(N,  W.  Stanfill,  Supt.) 


>120, ^'00  to  build  about  119  miles  to  serve 
some  550  customers  in  Grady,  Decatur  and 
Mitchell  counties. 

This  project  previously  has  been  allotted 
$75,000  to  build  about  86  miles  to  serve 
some  263  customers  in  the  above  and  Thomas 
counties  and  >10,000  to  finance  wiring  and 
plumbing  installations. 


? 


^4^0  It  ID^HO  ' ipl91,''00  to  'build  about  172  .niles  to 

Id.aho  CouTity  Light  & Power  C.'iop.  servo  so:iie  475  customers  in  Idaho  CouTxty, 

^ssn. 

Grarigsville  , Idaho 

(Prank  H.  -n-mzan,  Greencreek,  Pres.) 


ILLINOIS  31  i^lONROj] 

iVionroe  Coiorty  -^lectric  Goop.  , Inc. 

Waterloo,  111. 

(W.:i.  W.  Thien,  Et.  1,  Pults,  Pres.) 


'Pl75,C00  to  build  about  177  miles  to  serve 
some  480  customers  in  iVlonroe  and  Randolph 
counties , 


INDI.-J-jA  27  D3C.ri.TUR ' 

Decatur  County  E.S.i'A.  Corp, 
Greensburg,  Ind. 

(Bernard  H.  Blankman , 

E.E.  2,  Pres.) 

INDIAN-:.  44  ^L3N 

-rt-llen-Wells  County  E.h.M.  Corp. 

Markle , Ind. 

(G.  C.  Caley,  Pres.) 


$290,000  to  build  about  2P7  miles  to  serve 
some  1,006  customers  in  Decatur  and  Ripley 
countie  s . 


$<••40, 0'^*^'^  to  build  about  220  miles  to  serve 
some  900  customers  in  Wells,  Allen  and 
Adae  s counties. 


lOW.^  9 SCO'PT 

Pastern  lo  'a  Light  4 Pov/er  Coop, 

Davenport,  Iowa 

(S.  1\.  Jordan,  Supt.) 


10 Wa  II  WPBSTPR 
Cowrie  R.P.  Coop,  «.ssn. 
Cowrie,  Iowa 

( ^narl e s a , Swan s on , Pres.) 


lOW-rt.  39  3PNT0N 
Benton  County  P-.P. 
Vinton,  Iowa 
(Ivan  P.  Trottnow, 


KPNTUCKY  33  DAVIESS 

Green  River  R.P.  Coop.  Corp. 

Owensbor-^,  Ky. 

(C,  T.  Siith,  ‘^upt.) 


Coop,  AS an, 
Supt , ) 


y39C),000  to  complete  the  existing  lines 
and  to  build  about  300  miles  of  line  to 
serve  some  750  customers  in  Cedar,  Muscatine, 
Johnson,  Linn,  Jones,  Clinton,  Louisa  and 
Scott  counties. 

Tnis  project  previously  has  been  allotted 
3772,712  to  build  about  671  miles  to  serve 
some  2,123  customers  in  the  above-mentioned 
counties,  and  327,000  for  V7iring  -and  plumb- 
ing ins  tallations . 


330,50.;  to  build  about  24  miles  to  serve 
some  65  customers  in  Webster  and  Greene 
count ie  s . 

I'his  project  previously  has  been  allotted 
v26,C'00  to  build  about  25  miles  to  serve 
some  76  customers. 

3154,000  to  build  about  129  miles  to  serve 
some  315  customers  in  Benton  and  Tama 
coiunties , 

This  project  previously.,  has  been  allotted 
3300, OCC  to  build  about  330  miles  to  serve 
some  846  customers,  and  310,000  to  finance 
house  wiring  and  plumbing  installations. 

$100,000  to  build  about  102  miles  to  serve 
some  305  customers  in  Daviess,  Hopkins, 
McLean  and  Webster  counties. 

This  project  previously  has  been  allotted 
3273, 'TiO  to  build  about  295  miles  to  serve 
some  1,122  customers. 
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Sherry  land  i^leotric  Coop* 
liake  Leelanau,  Mich, 

(Loy  H.  Steffen^,  Correa.) 

ivilLiiaSOllM.  9 GOJDHUa' 

G-oodhue  County  Coo -^lec,  4^seri. 
Zumbrota,  Minn, 

(George  W,  Bleaker,  Supt.) 


m.mBSQTk  IS.jABIBkULT 

Wells  -Glactric  i^ssn. 
Wells,  Minn, 

(jP.  M,  Hockanhull,  Supt*) 


MINNSSOTA  j.B  DOUGLaS 
Loijglas  County  Coop,  Light  ic 
Power  iLssn, 

Alexandria,  Minn, 

(Clifford  R,  Hove,  Supt.) 


MISSISSIPPI  36  MaRIOL 
Pearl  River  Valley  Electric 
Power  Assn. 

'-'olumhia,  Miss, 

(C,  H,  Williamson,  Pres.) 

MISSOURI  33  BUTLER 
Ozark  border  Rlactric  Coop, 
Hllsinore,  Mo, 

(P,  G.  Wingo,  Pres.) 


MORTaRa  16 

Park  Coop.  Hiectric  Assn. 
Livingston,  Mont. 

(P.  L.  Kistnar,  Wilsall,  Pres.) 

NORTH,  .Carolina  2?  HYnS 
Ocracoke  Power  & Light  Co, 
Ocracoke , N.  C, 

(Stanley  Wahab , Pres. 

Bal t imor e , Md , ) 


^72,0C'G  to  build  about  3CB  miles  to  serve 
some  1,080  customers  in  ivlanistee,  Leelanau, 
Grand  Traverse  euid  Wexford  counties. 

ii>81,000  to  build  about  67  miles  to  serve 
some  160  customers  in  Goodhue,  Dakota, 

Rica  and  Wabasha  counties. 

This  project,  previously  has  bean  allotted 
$377  ,000  to  jWild  about  399  miles  to  serve 
some  900  customers,  in  the  above  .oentioned 
counties  and  Olmsted  and  Dodge  counties. 

$75,000  to  build  about  62  miles  to  serve 
some  1<^0  customers  in  Paribault,  Freeborn 
and  Waseca  counties. 

This  project  previ-ously  has  been  allotted 
$70,000  to  build  about  72  miles  to  serve 
some  183  customers, 

$85,000  to  build  about  84-^  miles  to  serve 
some  2C2  customers  in  Douglas,  Pope  and 
Todd  counties. 

This  project  previously  has  been  allotted 
$3C'0,829  to  build  about  426  miles  to 
serve  soma  1,.18  customers,  and  it>9,007  to 
finance  house  wiring  and  plumbing 
installati ons, 

<?>187,000  to  build  approximately  200  miles 
of  line  to  serve  some  780  customers  in 
marion  and  Lamar  counties. 


i^269,000  to  build  about  256  miles  to  serve 
some  1,159  customers  in  Butler,  Carter, 
Dunklin,  New  uiadrid  and  Ripley  coiinties. 


$119, OOC  to  build  about  98'g  miles  to  serve 
some  329  customers  in  Park  County. 


$6,000  to  complete  the  project  and  to  defray 
certain  expenses  connected  with  the  initial 
operations  of  the  project  which  cannot  be 
covered  by  the  construction  loan.  The 
project  previously  was  allotted  $15,000 
to  build  about  14  miles  to  serve  some  151 
customers  and  $25,000  for  a generating 
plant. 


3KIQ  87  T3JD 

Hancock  'Uooi  -^Icctric  Caop 

Findlay,  Ohio 

(C.  C.  Doyla , Supt . ) 


F j]'h I STLViH}j I-a-15  BE^^QP.D 

Clave rack  Hi metric  Coop, 
i'ovvanda,  Fa. 

('^laronca  H,  Jakway,  ^upt. 


THhlijSSFH  2‘i  iviOHTGOiviilRY 

Cua oar land  H.  d.  C. 
Clarksville,  Faun, 

(i/i.  C.  iortliington,  Pres.) 

FI  FJ^1'^  Oij<i 

Fanola-Harrison  Electric  C 
Hlysiai:  lields,  Texas 
(T.  .2.  Stevenson,  Supt.) 


VIF&Ihl^  34  L2-2 

PovTsll  Valley  -2.  ivl.  Coop, 

Fir,  otono  Cli,p,  Va, 

('i'.  J.  --aa.sor,  frea.) 

^ISCOTSIh  48  V/aUPaCA 

Waupaca  Hlectric  Coop, 
lola,  Wise, 

(F.  .u.  oonnson,  Pres.) 

WISCChSIh  52  CIUWFOrJ) 

Cra^vforl  Hlectric  Coop. 
Gpys  Mills,  Vi/'isc. 

(JohTi  J,  Kerrigan,  Pres.) 

WISCOKSIK  55  HmU  CL^IKK 

Kau  Claire  electric  Coop, 
Fau  Claire,  Wise, 

(Lloyd  d,  rvnderson,  Strun, 


- 4 ^ 

$181,000  to  huild  about  156  miles  to 
. , Inc.  serve  soma  367  customers  in  Hancock,  Wood, 

Wyandot  and  Putnam' coxmtias . 

This  project  previously  has  boen  allotted 
$333,000  to  build  about  321  miles  to  serve 
some  972  customers  in  the  above  mentioned 
and  Hardin  counties. 

^255,500  to  build  about  211  miles  tc  serve 
soma  716  customers. in  Susquehanna,  Bradford, 
and  'Wyoming  counties. 

) This  project  previoiisly  has  been  allotted 

<^563, 000  to  build  about  582  miles  to  serve 
some  1,582  custo.oers,  and  4>16,000  to  finance 
. . _ house  wiring  and  plumbing  Installations. 

iji245,000  te  build  about  230  miles  to  serve 
some  747  customers  in  ivlontgomery,  Stewart, 
Cheathara  and  Kobe rt son  ceuntiea. 


>f53,00C'  to  build  about  55  miles  to  serve 
nop.,  Inc.  some  144  customers  in  P:inola  and  Harrison 
counties  in  Texas  and  DeSoto  Parish  in 
Louisiana. 

This  project  previously  has  been  allotted 
v85,"'C0  ti  build  ab  mt  84  miles  to  serve 
some  411  custoaers, 

-^>300, 000  to  build  about  350  miles  to  serve 
some  1,250  customers  in  Lee,  Scott,  Wise 
and  Dickenson  counties, 

$151,000  t build  about  145  miles  to  serve 
so.me  409  customers  in  Waupaca,  Portage 
and  Shawano  c aunties. 

$139,000  to  build  about  119  miles  to 
serve  some  388  custoaers  in  Crawford  and 
Vernon  counties. 


$290,000  to  build  about  267  miles  to  serve 
some  787  customers  in  .Sau  Claire  County, 


Pres . ) 


5 


' 

The  follomng  allotoients  bate  been  made  to  finance  h^ts^  wiring  and 
plunbing  installations,  to  "be  re-lent  Toy  the  barrower-g  to  individ’ual 

oieraToers: 


KAhSi^S 

Ssdg’ffick  Co-unty  Coop, 

•n-s  sn . 


Coddard,  Kansas 
(Lloyd  V.  Decker,  Agr.) 


$5, COO.  This  has  "beeii  ^ 

allotted  te2,0p0  to  about  221  niles 

of  line  to  seit^e  some  520  iSustoifiers  in 
Sedgwick  County, 


mIKLKSQT^  63  SCOTT 

Minnesota  Valley  Electric  Coop, 

Jordan,  Minn, 

(Jilliam  Saltmarsh,  ji/Igr.)- 


^9,000.  This  project  previously  has  been 
allotted  $530,000  to  build  about  453  miles 
of  line  to  serve  some  1,510  customers  in 
Scott,  LeSueur,  Carver,  Sibley,  McLeod, 
Hennepin,  Dakota  and  Kice  counties. 


Public  Power 

hist, 

■uincoln,  Kebraska 
(Haymond  T,  jt-bernethy,  Mgr,) 


Lancaster  County  Rural 


$5,000.  This  project  previously  has  been 
allotted  $546,000  to  build  about  633  miles 
of  line  to  serve  some  1,580  cust^ers  in 
Lancaster,  Sanders,  Cass  and  Otoe  counties, 
and  4^5,950  to  finance  previous  wiring  and 
plumbing  installations. 


TD^S  64  SaK  AUGUSTIKS 
heep..Sast  Texas  -Electric  Coop,, 
Inc, 

San-  -A.ugustine,  Texas 
(h.  Beasley,  Mgr.) 


$15,000.  This  project  previously  has  been 
$124,000  to  build  about  136  miles  of  l.ine 
to  serve  some  560  customers  in  San  Augizstine 
Sabine  and  Shelby  counties. 


< 


